AMENDMENT NO. 1 FEBRUARY 2023 
TO 


IS 11657 : 2020 PHOSPHORUS OXYCHLORIDE, TECHNICAL — SPECIFICATION 
( First Revision ) 


[Page 1, Table 1, SI. No. (iv) Arsenic] — Substitute ‘0.000 2’ for ‘0.000 002’. 
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